NORTH  GROTON  CHURCH 

North  Groton,  New  Hampshire 

Interior  of  church  attended  by  Mary  Baker  Eddy 

then  Mrs.  Patterson,  in  the  late  1850's.  Owned 

and  maintained  by  Longyear  Foundation. 
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